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CANTON MOTEL 

E. of Williams, Arizona 
P. O. Box 58 Phone 635-4371 

100 yards off U. S. 66 — Away from Traffic noise. 
T.V. - Steam Heat - Heated & Enclosed Swimming Pool 

Closest Motel to the Grand Canyon Turnoff 
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Pub. by K. C. Den Dooven, Jr., Kearny, Arizona 
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